Parking Advisory Committee 


Date: November 14, 2019 
Time: 1:00 PM-2:00 PM 

Location: 730 Massachusetts Avenue, Town Hall Annex, 2 nd Floor Conference Room 

Agenda 

1. Discussion: Arlington Center Sidewalk Project Design Plans. 

2. Update: Route 87 Layover Relocation and Parking Meters on Broadway. 

3. Adjourn. 



